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MEMORANDUM FOR: Deputy Director for Administration 


FROM: Bruce %. Jomnineéu 
Director of ta Processing 


SUBJECT: ODP Report for Week Lading 
3 January itd 


Support to DDO (U) 
MEE 02:2 cece cor 
been successiully mov rom tne 


~ Minicomputer 
The bhinicomputer nas 


Ruffing Center to its operatio.al site in GB1J Headquarters. 


it was up and running with two operating cterminaisa as of 
Ey (S) 


31 December 1979. 

On 19 December 1979, DDC obd OCR representatives and 
the ADSTAR COTR met with Systen Design Manager to 
discuss operation of the Camere S“orkstation and of the 
Verification Station. 


ADSTAR (U) 


on 20 December 1979, OCH representatives and the 
ADSTAR COTR met vith Svetem Design Manager to discuss 
the Librarian's role in ADS'TAR retrieval operations. 


MMMM engineers are mahinc the final adjustments to 
the film converters. The converters are schedulad for 
completion and dry run testing this week. (U) 
Power Upgrade Scheduled for ficial Center {U) 

HEB/CL has scheduled the veekend of i2 January for 
replacing the four aluminum fees in the Special Center with 
copper. This is in response to: recent power problems in 
the Special Center. The Jate is tentative based on GSA 
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personnel schedules, availavility of materials, and Special 
Center processing requirements. Thea backup, date is the 
weekend of 19 January 1950. dhe reglacement will require 
about an eight hour complete ; ewer outage in the Special 
cao, a (2) 


Ys/ Bruce %. fo yccon 


Truce V. Johnson 
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